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Network  and  Security 

NetTap  @ADSL 

Passive  non-intrusive  ADSL  tapping  probe  on  a analog  line 


NetTap  is  a system  allowing  the 
acquisition  on  the  analog  link  of 
the  data  IP  which  pass  in  transit 
on  the  ADSL  links. 


Fully  passive  and  non-intrusive 
system  with  high  impedance 
interface  (undetectable  from 
Customer  premises  equipement 
and  Central  Office). 

Independent  of  materials  used  by 
operators,  ADSL  providers  and 
user  modem 


Main  features 

■ Fully  passive  and  non- 

intrusive  system  with  high 
impedance  interface 

(undetectable  from  Customer 
premises  equipement  and 
Central  Office). 

■ Independent  of  materials  used 
by  operators,  ADSL  providers 
and  user  modem. 

Simultaneous  interception  of 
downstream  and  upstream, 
the  format  of  packages  IP 
captured  in  PCAP. 

Easy  to  connect  and  setup. 

■ Independent  of  network 
protocols. 

Two  operating  modes  : 

Mirror  mode  that  forwards  in 
real-time  all  the  IP  traffic  on  an 
Ethernet  link  which  can  be 
monitored/tapped  by  any 
network  analysis  probe. 

Standalone  filtered  mode  allowing  to 
store  IP  traffic  according  to  filtering 
rules  defined  by  user  and  to  replay  it 
remotely  afterwards 
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Architecture  of  an  ADSL  interception  system 
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TECHNICAL  SPECIFICATIONS 


Dimensions  (mm) : 
Weight  (kg) : 


21 0(W)x254(D)x56(H) 
4 


Supported  ADSL  standards 

• ADSL  ITU-T  G. 992.1 

• ADSL2  ITU-T  G. 992.3 

• ADSL2+  ITU-T  G. 992.5 

Inputs 

• Parallel  connection  to  the  analog  pair  supporting  ADSL  traffic  (RJ1 1) 

• Power  supply  110-240VAC  50/60Hz 

Outputs 

• Mirroring  Ethernet  interface  (RJ45) 

• Administration  and  remote  access  Ethernet  interface  (RJ45) 


LES  SPECIFICATIONS  PEUVENT  ETRE  MODIFIEES  DANS  ANNONCE 
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